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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 05448 14I640Z 
ACTION ARA-14 

INFO OCT-OI ISO-00 EB-08 /023 W 

054990 I5I248Z/72 

R 14I332Z JUN 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2658 

UNCLAS CARACAS 5448 


PASS TO: ITA/BED/OED/MEPD 


E.O. 1 1652: N/A 
TAGS: BENC, VE 

SUBJ: MAJOR PROJECT: INTERALUMINA: STANDARD VALVES 
AND COOLING TOWERS 


REE: 77 CARACAS 11712 


1. PROJECT NAME: INTERALUMINA- ALUMINA PLANT. 


2. BRIBE DESCRIPTION: INTERAMERICANA DE ALUMINA C.A. (INTERALUMINA) 
HAS ISSUED CALLS TO PREQUALIFY SUPPLIERS FOR THE FOLLOWING EQUIPMENT 
WHICH WILL BE USED IN THE ALUMINA PROJECT IN CIUDAD GUAYANA, ESTADO 
BOLIVAR, VENEZUELA: 

A. CONTRACT NO. B-05-172-XX THE MANUFACTURING, SUPPLY AND TESTING 

OF APPROXIMATELY 6,500 STANDARD VALVES TO OPERATE IN A BAUXITE 

TREATMENT PLANT. THE EOLLOWING ARE THE TYPES AND SIZES REQUIRED: 

GATE VALVES 10 MM TO 450 MM 

GLOBE VALVES 14 MM TO 100 MM 

CHECK VALVES 14 MM TO 400 MM 

PLUG VALVES 15 MM TO 200 MM 

BALL VALVES 15 MM TO 400 MM 

BUTETERFLY VALVES 180 MM TO 1,000 MM 

DIAPHRAGM VALVES 15 MM TO 100 MM 
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THE VALVES MUST BE MADE OF CARBON STEEL, DUCTIBLE IRON, MALLEABLE 
IRON, CAST IRON, P.V.C. 

(B) CONTRACT NO. B-04-717-XX THE MANUFACTURING, SUPPLY AND 
SUPERVISION OF INSTALLATION OF TWO COOLING TOWERS, INCLUDING THE 
EMBANKMENT, INDUCTION VENTILATORS, ETC., TO OPERATE IN A BAUXITE 
TREATMENT PLANT. THE COOLING TOWERS SHOULD MEET THE FOLLOWING 
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REQUIREMENTS: 

(A) ONE (1) UNIT WILL HAVE 5CELLS AND IT SHOULD HANDLE APPROXIMATELY 
8,000 CUBIC METERS/HOUR OE REFRIGERATED WATER WITH A HEAT LOAD OE 
APPROXIMATELY 160 MEGA- WATTS. 

(B) ONE (1) UNIT WILL HAVE 3 CELLS AND IT SHOULD HANDLE APPROXIMATELY 
525 CUBIC METERS/HOUR OE REFRIGERATED WATER WITH A HEAT LOAD OE 
APPROXIMATELY 3.6 MEGA- WATTS. 

3. EXECUTING AGENCY/PROJECT MANAGER: 

INTERALUMINA 

COMITE DE COMPRAS Y CONTRATOS 
EDIFICIO LOS FRAILES, PISO 1 
CALLE LA GUAIRITA 
URBANIZACION CHUAO 
CARACAS, VENEZUELA 

4. STATUS OE PROJECT/BID DATES: REQUIREMENTS TO PREQUALIEY ARE THE 
SAME AS THOSE CONTAINED IN PAR. 4)(A) THROUGH U) OF CARACAS 1 1712. 
INTERESTED EIRMS SHOULD SUBMIT THE REQUIRED DOCUMENTATION (INTER- 
NATIONAL BIDDERS IN SPANISH AND ENGLISH) TO INTERALUMINA'S COMITE 
DE COMPRAS Y CONTRATOS (PAR.3) ABOVE) PRIOR TO 12 NOON ON AUGUST 8, 
1978. 

5. ESTIMATED PROJECT COST/EOREIGN CONTENT: NA 
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6. COMPETITIVE EACTORS: N/A. 
VARY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CARACA05448 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780250-0400 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780662/aaaacbej.tel 

Line Count: 97 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: aca7bc89-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 CARACAS 11712 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 
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